1 1 
ff:7 

r i * ■ ; 1 ; ; 


• • ■■ 
Mancos 


Meso  Vetcte 

f’J  t ion 


Southern  Ute  Reservation 
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Discharge:  1030  CFS 
Gage  Height:  6,22Feet 
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Drinking  Water  Intakes  along 
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